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SECRET 

PAGE 01 AMMAN 03380 080614Z 
11 

ACTION NEA- 16 

INFO OCT-01 ISO-OO PM-07 NSC-07 SP-03 SS-20 RSC-01 SY-04 

USSS-00 CIAE-00 INR-10 NSAE-00 DRC-01 /070 W 

081717 

R 080605Z JUN 74 
FM AMEMBASSY AMMAN 
TO SECSTATE WASHDC 1610 

SECRET AMMAN 3380 

E.O. 11652: GDS 
TAGS: OVIP 

SUBJECT: REQUEST FOR SECRET SERVICE PHYSICAL SECURITY 
SURVEY OF KING HUSSEIN'S NEW PALACE. 

1. JORDAN ARAB ARMY CHIEF OF STAFF, MAJOR GENERAL 
SHARIF ZAYD BIN SHAKIR, IS RESPONSIBLE FOR THE 
ESTABLISHMENT OF PHYSICAL SECURITY MEASURES IN AND 
AROUND KING HUSSEIN'S NEW PALACE WHICH IS NOW UNDER 
CONSTRUCTION. BIN SHAKIR HAS ASKED THE EMBASSY TO 
FORWARD A REQUEST TO THE U.S. SECRET SERVICE TO SEND 

A SPECIALIST IN PHYSICAL SECURITY TO AMMAN TO PERFORM A 
SURVEY OF THE KING'S NEW PALACE AND TO MAKE RECOMMENDATIONS 
TO BIN SHAKIR AS TO MEASURES WHICH SHOULD BE 
TAKEN AND SPECIAL EQUIPMENT, IF ANY, WHICH SHOULD BE 
INSTALLED. 

2. REALIZE U.S. SECRET SERVICE NOT NORMALLY INVOLVED 
IN MAKING RECOMMENDATIONS TO FOREIGN GOVERNMENTS 
REGARDING THE SECURITY OF THEIR INSTALLATIONS, BUT IN 
THIS CASE FEEL POSITIVE RESPONSE BY SECRET SERVICE 
MORE THAN JUSTIFIED GIVEN OUR CLOSE RELATIONSHIP WITH 
KING HUSSEIN AND GOJ. WOULD APPRECIATE PROMPT RESPONSE 

TO THIS REQUEST. ALTHOUGH IT IS IN NO WAY CONNECTED WITH THE 
PRESIDENT'S VISIT AND THE AGENT NEED NOT ARRIVE PRIOR TO VISIT. 
PICKERING 

SECRET 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, TECHNICAL SECURITY, SECURITY INSPECTIONS, BUILDING OPERATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 JUN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: smithrj 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974AMMAN03380 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7401 47-0248 
From: AMMAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740662/aaaacbpp.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: SECRET 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: SECRET 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: smithrj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 AUG 2002 by boyleja>; APPROVED <20 FEB 2003 by smithrj> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR SECRET SERVICE PHYSICAL SECURITY SURVEY OF KING HUSSEIN'S NEW PALACE. 
TAGS: OVIP, PINS, US, JO 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



